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Message Text 



UNCLASSIFIED 

PAGE 01 IAEA V 05469 291433 Z 
63 

ACTION SCI-06 

INFO OCT-01 10-13 ADP-00 RSR-01 RSC-01 /022 W 

085910 

R 291336 Z JUN 73 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 3063 
INFO AEC GERMANTOWN 

UNCLAS IAEA VIENNA 5469 

E. O. 11652: N/A 

TAGS: AORG, APER, IAEA, SENV 
SUBJECT: IAEA REQUEST FOR EXPERT 

REF: ( A) STATE 125935; ( B) IAEA VIENNA 5331 

1. RE AVAILABILITY WARREN KAUFMANN, AGENCY ADVISES THAT 
FEB 1 TOO LATE, SINNCE FUNDS AVAILABLE FOR ASSIGNMENT MUST 
BE OBLIGATED DURING CY 1973. IF AGENCY HAS SUFFICIENT FUNDS 
AVAILABLE NEXT YEAR, AGENCY MIGHT WISH OBTAIN SERVICES OF 
KAUFMANN FOR BRIEF PERIOD AND WILL BE IN DIRECT TOUCH WITH HIM 
RE THIS POSSIBILITY IN NEAR FUTURE. 

2. ON BASIS FURTHER DISCUSSIONS INTERNALLY IN AGENCY RE 
PLANS TO HIRE CONSULTANT TO PREPARE TECHNICAL REPORT ON HIGH 
LEVEL AND ALPHA- BEARING WASTES, AS MENTIONED PARA 3 REF B, 
AGENCY HAS CONCLUDED THAT THIS ASSIGNMENT COULD BEST BE UNDER- 
TAKEN BY EXPERT HIRED UNDER ONE- YEAR SPECIAL SERVICE AGREEMENT 
( FUNDED FROM EXPANDED ENVIRONMENTAL PROGRAM CONTRIBUTIONS). 

3. MISSION HAS OBTAINED DRAFT SCOPE OF WORK FOR THIS PROPOSED 
ASSIGNMENT, COPY OF WHICH POUCHED AMMONS, AEC. AGENCY INQUIRES 
WHETHER U. S. WOULD BE ABLE TO PROVIDE SUITABLE EXPERT FOR THIS 
ASSIGNMENT, TO BEGIN ASAP AND IN ANY CASE PRIOR TO END OF YEAR. 

4. MISSION RECOMMENDS U. S. PROVIDE EXPERT REQUESTED IF 
SUITABLE INDIVIDUAL CAN BE FOUND. ADVISE. LABOWITZ 

UNCLASSIFIED 
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*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 29 JUN 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973IAEAV05469 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: IAEA VIENNA 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730633/aaaajvdl.tel 

Line Count: 57 
Locator: TEXT ON-LINE 
Office: ACTION SCI 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: 73 STATE 125935, 73 IAEA VIENNA 5331 

Review Action: RELEASED, APPROVED 

Review Authority: kellerpr 

Review Comment: n/a 

Review Content Flags: 

Review Date: 02 OCT 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <02-0ct-2001 by phillir0>; APPROVED <17-Dec-2001 by kellerpr> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> jms 980306 
Subject: IAEA REQUEST FOR EXPERT 
TAGS: AORG, APER, SENV, IAEA 
To: AEC GERMANY 
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